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MSIfQRANDUM FOR: 

Director, MPIC 

ATTESTIOK : 

1 


SDBJSCT : 

Transatittal of Progress Report Mo, 1 to 
Contract Ko. BB-.42S T, 0, #6 


25X1A 


25X1A 


1. Attached for your inforaatioa aad file are three 
copies of Progress Report Ko, 1 oa Contract BB-.425 Task 
Order #6 for the Oa*aa I Printer and four copies of a 
proposal for the production of an additional ten units. 


2, You are requested to transit the forth copy of 
the report to I AMS and to pass on the 

necessary iaforsation contained in the proposal to the 
appropriate Interested people. 

SIGNED 



JACK C. LIDPORD 
COL. GSAY 

Acting Director 
(Special Activities) 
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ATTACBMKRTS 

CD/OSA..DD/S&T i I Mt 

Distribution: Cy 1 - ADDRESSEE W/ ATTS. COR 2248 Cy - 2 thru 5 
i/lstriDuxxon. y x Cy - 2 thru 4 

2 .. CD/OSA BB_425 T.O,6 T&P 

3 - AD/OSA 

4 _ CD/OSA CHRONO 
^ « Ka/OSA 
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